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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS: 9602- 1980 




Indian Standard 
SUPPLIER'S DATA SHEET FOR AGITATORS 



( Reaffirmed 2006 ) 



1- Scape — Covers the technical data to be supplied by a manufacturer or a supplier of an agitator 
to a purchaser. 

2. Definition — For the purpose of this standard an agitator shall mean the complete assembly 
of the bearings, bearing housing, stuffing box/mechanical seal, belt guard, impeller, impeller shaft, 
coupling, gearbox ( if any ), motor and the supporting stool for the motor and the gearbox. 

3. Supplier's Data Sheet 
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SUPPLIER'S DATA SHEET FOR AGITATORS 



Agitator 

Make 

Model 

Power consumed kw 

Speed rev/min 

Type of impeller •_ 

Number of impellers used 

-Sweep of agitators: 

a) Upper set m 

b) Lower set m 

No. of blades per set 

Impeller shaft diameter mm 

a) Is jamming considered in selecting shaft diameter 

yes/no 

Thickness of impeller plates mm 

Impeller shaft first critical speed rev/min 

Whether the impeller is detachable or undetachable from the shaft 

yes/no 

Agitator: 

a) Location in vessel mm 

a) Depth oi immersion mm 

c) Overall height - mm 

d) Minimum immersion mm 
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SUPPLIER'S DATA SHEET FOR AGITATORS— Contd 



Maximum length of a single shaft 

Shaft rotation (as seen from driver) clockwise/anticlockwise 

Draft tube: 

a) Length mm 

b) Diameter mm 

c) Distance from bottom mm 

Shaft: 

a) Type 

b) Packing diameter mm 

c) No. of packings 

Bearings; 

a) Shaft bearings 

b) Bottom guide bearings 

Intermediate bearing required yes/no ( give details, if yes ) 



.m 



Baffles: 

a) Dimensions mm 

b) Number 

c) Distance from wall mm 

Seal: 

a) Seal coolant 

b) Lubricant 

Stabilizer 

Pressure of sealant for flushing gland packing/mechanical seal ..'...;. 



Materials for Construction 

Impeller: 

i) Fixed/adjustable 

ii) Impeller dimensions, No. of blades 

Impeller shaft material 

Impeller material 

Mounting flange material 
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Stuffing box/mechanical seal material 

Supporting pedestals material 

Sleeves' material 

Impeller fixing studs material 

Motor and Gear Box Data 

Manufacturer of motor 

Type of motor 



Output kW 

Speed rev/min 

Power requirements: 

a) Volts b) Phase 

c) Hertz d) Direct current volts 

Starting torque kW(Nm) 

Total inertia 

Type of mounting 

Type of gearbox - 



Rating 



Drive to gear box: 

a) Belt 

i) No. of belts ii) Size of belts. 

iii) Sizes of pulleys 

b) Direct coupled 

Type of coupling between agitator shaft and gear box shaft 



Type of geared motor ( if any) 

Static/dynamic balancing 

Running trial '....Yes/No 

Other Information 
Other salient features 



Note — A sketch showing the general assembly of agitator and baffies with relevant dimensions 
must be submitted to the customer. 
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EXPLANATORY NOTE 

The information given by a manufacturer or a supplier according to the above data sheet will 
enable a purchaser to evaluate the product before he finally decides to purchase a particular 
brand or type. 
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